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trough; a screen is sometimes provided at the end of the
trough from which oil is drawn off to be returned to the
reservoir. A slight modification of the oil trough system
is shown at G, in which it will be seen that a large reservoir
is provided at each end of the table, connected by small
.oil troughs and also by a pipe, through which the oil is
drawn off to be returned to the reservoir.

Machinery

Fig.  1.    Examples of Table Trough  Design
There are numerous methods of making connection be-
tween the oil trough in the table and the reservoir from
which oil is pumped back to the work. At A and B in Fig. 2
are shown two simple methods of collection for use on
reciprocating and rotating tables, respectively. Here it
will be seen that drain channels on the moving tables are
arranged in such a way that they are always located over
fixed channels from which connection is made with the
reservoir. At C is shown the method of draining oil or
compound from a rotary milling machine table. When the
range of movement is too great to make it possible to apply